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NATIONAL FOREWORD 

This Indian Standard which is identical with ISO 4149 : 2005 'Green coffee — Olfactory and visual 
examination and determination of foreign matter and defects' issued by the International Organization 
for Standardization (ISO) was adopted by the Bureau of Indian Standards on the recommendation of 
the Stimulant Foods Sectional Committee and approval of the Food and Agriculture Division Council. 

The text of ISO Standard has been approved as suitable for publication as an Indian Standard without 
deviations. Certain conventions are, however, not identical to those used in Indian Standards. Attention 
is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should 
be read as 'Indian Standard'. 

Comma (,) has been used as a decimal marker while in Indian Standards, the current 
practice is to use a point (.) as the decimal marker. 



b) 



In this adopted standard, reference appears to certain International Standards for which Indian 
Standards also exist. The corresponding Indian Standards which are to be substituted in their respective 
places are listed below along with their degree of equivalence for the editions indicated: 



International Standard 

ISO 3509 : 2005 Coffee and coffee 
products — Vocabulary 

ISO 4072 : 1 982 Green coffee in bags 
— Sampling 

ISO 10470 : 2004 Green coffee — 
Defect reference chart 



Corresponding Indian Standard 

IS 7236 : 1 974 Glossary of terms for 
coffee and its products 

IS 1 081 4 : 1 984 Method of sampling 
green coffee in bags 

IS 16032 : 2012 Green coffee — 
Defect reference chart 



Degree of Equivalence 
Technically Equivalent 

do 

Identical 



In reporting the result of a test or analysis made in accordance with this standard, if the final value, 
observed or calculated is to be rounded off, it shall be done in accordance with IS 2 : 1 960 'Rules for 
rounding off numerical values (revised)'. 
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Indian Standard 

GREEN COFFEE — OLFACTORY AND VISUAL 
EXAMINATION AND DETERMINATION OF FOREIGN 

MATTER AND DEFECTS 



1 Scope 

This International Standard specifies methods for the olfactory and visual examination and for the 
determination of foreign matter and defects in green coffee from all origins, in order to assess conformity with 
a specification or a contract. These methods can also be used for determining one or more of the 
characteristics of green coffee with an impact on coffee quality for technical, commercial, administrative and 
arbitration purposes, and for quality control or quality inspection. 

This International Standard is applicable to green coffee as defined in ISO 3509. 



2 Normative references 

The following referenced documents are indispensable for the application of this document. For dated 
references, only the edition cited applies. For undated references, the latest edition of the referenced 
document (including any amendments) applies. 

ISO 3509, Coffee and coffee products — Vocabulary 

ISO 4072, Green coffee in bags — Sampling 

ISO 10470:2004, Green coffee — Defect reference chart 

3 Terms and definitions 

For the purposes of this document, the terms and definitions given in ISO 3509 apply. 

4 Sampling 

Take a laboratory sample of 300 g, prepared in accordance with ISO 4072. The same laboratory sample may 
later be used for size analysis (see ISO 4150) provided that it is fully reconstituted for this further test. 

5 Olfactory examination 

5.1 Procedure 

5.1.1 The olfactory examination shall be carried out on the laboratory sample before any other examination 
is made. 

5.1.2 After having recorded the label information on a record form, open the package, bring the nose as 
close to the whole sample as possible and sniff sharply. 
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5.2 Evaluation 

5.2.1 Evaluate the odour and record as follows: 

a) "normal odour", if no disagreeable odour nor any odour foreign to coffee is detected; 

b) "abnormal odour", if any disagreeable odour or any odour foreign to coffee is detected. 

If recognisable, any foreign odour should be described, indicating the matter to which it belongs or which it 
suggests. 

5.2.2 In doubtful cases, if there is a suspicion of an abnormal odour, a clean, odourless container shall be 
half-filled with coffee from the laboratory sample, closed hermetically, and held for a minimum of 1 h at room 
temperature. The container shall be opened and the evaluation of the odour repeated. 

6 Visual examination 

6.1 Procedure 

After the olfactory examination, spread the laboratory sample over a plain orange or black surface under 
diffuse daylight (not direct sunlight) or artificial light reproducing daylight as closely as possible. 

6.2 Evaluation 

6.2.1 Examine the general appearance of the laboratory sample to assess the following: 

a) the botanical origin of the coffee (e.g. arabica, canephora); 

b) the overall colour and its uniformity. 

6.2.2 Record observations describing the overall colour as 

— bluish, 

— greenish, 

— greyish green, 

— whitish, 

— yellowish, or 

— brownish. 

7 Determination of foreign matter and defects 

7.1 Principle 

The foreign matter and the defective beans are separated into categories and then weighed. The final 
expression of results gives the impact on quality of the defects found, as defined in ISO 10470 and is 
quantified in Quality Impact Units. 

The definitions in ISO 3509 relating to foreign matter and defects apply. 
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7.2 Apparatus 

7.2.1 Analytical balance, capable of weighing to the nearest 0,1 g. 

7.3 Procedure 

7.3.1 Defects are not counted and weighed, as used to be the case, but are determined solely by weighing. 

7.3.2 Weigh the green coffee laboratory sample (see Clause 4) to the nearest 0,1 g and take it as the test 
portion. 

7.3.3 Spread the test portion over a plain orange or black surface and examine it under diffuse daylight (not 
direct sunlight) or artificial light reproducing daylight as closely as possible. For a better and more accurate 
identification, refer to ISO 10470:2004, Annex C, which shows colour photographs of defects and foreign 
matter. 

7.3.4 Pick out all foreign matter and defective beans and group them by categories in accordance to 
ISO 10470. Put them in separated piles or different containers. 

7.3.5 Weigh, to the nearest 0,1 g, each category of the foreign matter and defects. 

7.4 Expression of results 

Record the mass, in grams, of the foreign matter and defects found in the test portion. 

Determine the mass fraction of the foreign matter and defects, w, in percent, using the following formula: 

h; = :^x100% 
m 

where 

mo is the total mass, in grams, of the foreign matter or defects in question; 

m is the mass, in grams, of the test portion. 

Multiply the mass fraction of each defect and foreign matter by the factor "0", "0,5" or "1" associated with the 
specific defect and representing its influence on the loss in mass and/or the sensorial concern, as specified in 
ISO 10470. 

An example of a typical determination is given in Annex A. 

8 Test report 

The test report shall specify: 

a) all information necessary for the complete identification of the sample; 

b) the sampling method used, if known; 

c) the test method used, with reference to this International Standard; 

d) all operating details not specified in this International Standard, or regarded as optional, together with 
details of any incidents which may have influenced the test result(s); 

e) the test result(s) obtained or, if a repeatability check has been made, the final result obtained. 
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Annex A 

(informative) 

Example of a typical determination 



Take a representative sample of 300 g, after having performed adequate sampling following the procedure 
given in ISO 4072. 

Spread the test portion over a plain orange or black surface and examine it under diffuse daylight (not direct 
sunlight) or artificial light reproducing daylight as closely as possible. For a better identification, refer to 
ISO 10470:2004, Annex C, which shows colour photographs of the defects. 

Pick out all foreign matter and defective beans and group them by categories as defined in ISO 10470. Put 
them in separated piles or different containers. Weigh, to the nearest 0,1 g, each category of foreign matter 
and defects and calculate their mass fractions in percent. 

The impact of foreign matter and defects on the quality of the coffee is calculated for both the loss in mass 
and the sensorial concern by multiplying each percentage by the coefficient found in the defect reference 
chart of ISO 10470. The final values obtained are equivalent to so-called "Quality Impact Units". 

A hypothetical example is shown in Table A.I. 





Table A.1 — Example of results 








Defect 


Mass 

g 


Percentage 
of total 


Loss in mass 


Sensorial concern 


Coefficient 


Actual 


Coefficient 


Actual 


Stones 


1,2 


0,4 


X 1,0 


0,4 


xO 





Beans in parchment 


3,0 


1,0 


x0,5 


0,5 


xO 





Black beans 


3,0 


1,0 


xO 





X 1,0 


3,00 


Immature beans 


10,5 


3,5 


xO 





x0,5 


1,75 


Spongy beans 


9,0 


3,0 


x0,5 


1,5 


x0,5 


1,50 


Brown beans 


'^,^ 


2,5 


xO 





X 1,0 


2,50 


Sound beans 


265,8 


88,6 










TOTAL 


300,0 


100,0 




2,4 




8,75 



This procedure may be applied to any contract for the purchase of green coffee which may be negotiated 
between a provider and client. For a certain defect(s), the contract may impose either a maximum mass 
fraction in percent or a maximum value of "Quality Impact Units". Such limits may be defined in advance 
between the two parties. 
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